

APPENDIX A

DEFINITIONS OF DOCKET 50 CATEGORIES

W. DECOMMISSIONING DOCUMENTS AND CORRESPONDENCE

This file assumes the position of the Operating License
Stage (Category P) file for general technical items from
the order for termination of the operating license on-
ward.

1.     Order granting authority to dismantle/decommis-
sion.

Report on Dismantling, Safety Analysis Report on
Decommissioning.

3.     Documents relating to disposal of radioactive ma-
terial and decontamination of the site.

4.     Other correspondence relating to decommission-
ing.

2.     Technical documents submitted, such as: Decom-        5.     All documentation relating to the ongoing opera-
missioning Plan, Dismantling Plan, Environmental               tion of the plant, formerly filed in Category P.

X. ONSITE STORAGE OF LOW-LEVEL WASTE

1.     License application, license, proposed amend-
ments and amendments to store low-level waste at
a commercial reactor.

2.     All related correspondence and reports.

NOTE: These documents will also have a Nuclear Ma-
terials Safety and Safeguards (NMSS) license
or Docket-30 number associated with the
Docket-50 number.

Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI)

1. License applications, licenses, amendments and
proposed amendments to possess power reactor
spent fuel and other radioactive materials associ-
ated with spent storage in an independent spent
fuel storage installation. (Such spent fuel storage
installations may be on a reactor site or at a sepa-
rate site.)

2.     All related correspondence and reports to the
above.

NOTE: These documents will have an NMSS license
and/or a Docket-72 number. For these instal-
lations on a reactor site, the associated
Docket-50 number also has been identified.
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